Message 


From; Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/11/20114:12:51 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Attachments: 126-347 Morrill 2nd floor renov-approved room number plan 10-19-10.pdf 


Jim, 

Attached is the revised room numbering for your old office area. New room numbers are in red. 
Stephen 

<<126-347 Morrill 2nd floor renov-approved room number plan 10-19-10.pdf» 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(1)413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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